To:  Ackerman,  Joyee[Ackerman. Joyce@epa.gov] 

From:  Peterson,  Cynthia 

Sent:  Tue  8/1 1/2015  6:43:26  PM 

Subject:  RE:  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 


Thanks,  Joyce!  We  are  in  the  process  of  getting  Steve’s  and  HQ’s  approval. 


Cynthia  Peterson 

Community  Involvement  Coordinator 
Public  Affairs  and  Community  Involvement 
U.S.  Environmental  Protection  Agency,  Region  VIII 
1 595  Wynkoop  St.  (80C-PAI) 

Denver,  CO  80202-1129 
303-312-6879  - direct  dial 


From:  Ackerman,  Joyce 

Sent:  Tuesday,  August  11,  2015  12:32  PM 

To:  Peterson,  Cynthia 

Subject:  FW:  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 


From:  Petri,  Elliott  [mailto:Elliott.Pctri@WestonSo1utions.coml 

Sent:  Tuesday,  August  11,  2015  12:31  PM 
To:  Way,  Steven;  Ackerman,  Joyce 
Cc:  Robinson,  David;  Christner,  Jan 

Subject:  Gold  King  Mine  Adit  - EPA  Working  Assumptions  Drawing 


Hi  All, 
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Please  find  attached  the  drafted  version  of  the  EPA  working  assumptions  drawing  for  the  Gold 
King  Adit.  Please  let  us  know  if  there  are  any  questions. 


Thank  You  All, 
Elliott  petri 


Elliott  Petri,  PE 

Weston  Solutions,  Inc. 
1435  Garrison  St,  Ste  100 
Lakewood,  CO  802 1 5 
Ph:  303-729-6156 
Cell:  719-216-2754 
Fax:  303-729-6101 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 
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